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SUBJECT: NSF/SFCP. "THE QUALITY OF ELECTRICAL ENGERGY" PROJECT (QEE) 
REF: BELGRADE 6232 

1. ACCORDING TO NSF REGULATIONS, FACULTY OF ELECTRICAL ENGINEERING, 
UNIVERSITY OF LJUBLJANA REMAINS GRANTEE, AND DR. FRANCE KRANJC 
REMAINS PRINCIPAL INVESTIGATOR UNTIL THE QEE PROJECT IS FORMALLY 
TERMINATED BY A LETTER FROM NSF GRANTS AND CONTRACTS OFFICIER. 

2. NSF AGREES WITH DECISION UNDER A, B, C, AND D OF REFTEL. 

3. NSF TEAM HEADED BY DR. BODO BARTOCHA, HEAD, OFFICE OF INTERNA- 
TIONAL PROGRAMS, WILL VISIT LJUBLJANA IN FEBRUARY TO DISCUSS WITH 
YUGOSLAVS (GRANTEE, PRINCIPAL INVESTIGATOR, FUNDING AGENCIES) 

AN ORDERLY LIQUIDATION OF PROJECT, INCLUDING DISPSOSITION OF EQUIP- 
MENT. KISSINGER 
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